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ACTION AEC- II 

INFO OCT-OI EUR-25 ISO-00 SCI-06 ACDA-19 CIAE-00 INR-10 

10-14 L-03 NSAE-00 NSC- 10 RSC-01 SCEM-02 INT-08 CEQ-02 

EPA-04 NSF-04 DRC-01 /121 W 

043725 

R 191455Z DEC 73 
FM AMEMBASSY STOCKHOLM 
TO SECSTATE WASHDC 1 163 

UNCLAS STOCKHOLM 4507 

E.O. 11652: N/A 
TAGS: TECH, SW 

REE: STATE 239308; STOCKHOLM A-463 

FOLLOWING INFO PROVIDED BY OSKARSHAMN MANAGEMENT IN RESPONSE 
TO PARA ID, STATE REFTEL: 

PLANT SIZE: BWR 440 MWH (NET) OF ASEA-ATOM DESIGN. 

1972 1973 

ACTUAL POWER OUTPUT: 1 ,4 1 6,674 MWH 1 ,930,773 MWH (ACTUAL) 

2,000,000 MWH (EST YR) 

PLANT FACTOR: 48 61 

PLANT FACTOR IS COMPUTED IN THE FOLLOWING WAY: FOR 1972 - 7080 
HOURS X 420 MW - 2,983,600, FOR 1973 - 7080 HOURS X 460 MW - 
3,256,800. NOTE: OSKARSHAMN MANAGEMENT EXCLUDES 10 WEEKS 
FOR MAINTENANCE AND RELOADING PURPOSES. MOST OF UNAVAILABILITY HAS 
BEEN CAUSED BY TURBINE FAILURES: 

PLANT AVAILABILITY FACTOR 53 58 

OSKARSHAMN MANAGEMENT REPORTS THAT IN 1972, PLANT WAS ON-LINE FOR 
3739 HOURS; TOTAL HOURS AVAILABLE 7080. IN 1973, PLANT WAS ON- 
LINE 4082 HOURS (AS OF DECEMBER 18,1973); TOTAL HOURS 
UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 DEC 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STOCKH04507 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STOCKHOLM 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731215/aaaaakmt.tel 

Line Count: 61 
Locator: TEXT ON-LINE 
Office: ACTION AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 239308; STOCKHOLM A-463 
Review Action: RELEASED, APPROVED 
Review Authority: kelleywO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 -Dec-2001 by williadt>; APPROVED <30-Jan-2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: n/a 

TAGS: TECH, SW 

To: STATE 

Type: TE 
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